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ON EVERY CASTING. 



PREFACE TO THE SIXTH EDITION. 


We have much pleasure in placing before you this new edition of our Illustrated Catalogue, which 
we trust will be the means of extending your knowledge of our manufactures. 

The legitimate development and application of Metal Work have been carefully studied and 
followed as a profession by Mr. Macfarlane for the last fifty years, the first six being devoted to Gold 
and Silver Work, the next fourteen to Hammered Iron, and the last thirty to Cast Iron in its various 
branches, including the decorative treatment of its surface, by colour, gilding, &c. Metals, like men, 
develope their power only through successive stages, and we must not lose sight of the fact that Cast 
Iron as applied to the decorative arts is still in its infancy, dating back only a very limited period, but, 
that it has a great future before it, we think the following pages amply testify. There is perhaps no 
other branch of the industrial arts in this country that has made such progress within the last thirty 
years, and as its pioneers we feel a natural pride in the success of our efforts, our Architectural, 
Sanitary, and General Castings having become prominent objects, not only in this country, but over the 
world, notable for their fresh ironlike features, sharp, clean and full of character, neither care nor 
expense having been spared in the perfecting of our Designs and Patterns, our ambition being to produce 
the best quality of work at a moderate price. 

In an age like the present, when so great progress is being made in the Arts, Sciences, and 
Commerce of the world, and also in the social improvement and material wealth of the nation, a 
corresponding intelligence and culture should be evinced in our Dwellings, Business Premises, Public 
Structures, Railways, Parks, &c., and some idea of the endlessly varied application of our Castings to 
such purposes may be gathered from the numerous pages of “ Examples,” while the details, proportions, 
and sizes of our patterns are so accurately delineated in the illustrations as to facilitate their selection 
and combination by our customers themselves, to suit almost every requirement. The vast variety 
of patterns and sizes, and the large stock of goods kept on hand enable us to give quick despatch. 
With the view of simplifying the ordering of our goods, we refer you to the “ Directions for Ordering ” 
on first page of each section. We find it necessary to state that every Casting has our Trade Mark 
legibly impressed upon it. 

The appreciation shown by our Customers in the past has led, not only to a large extension 
of our works, which now cover ten acres, with railway connections through warehouse and foundry, 
but also to the formation around them of a new and populous suburb to the city of Glasgow, viz:— 
Possilpark. We cordially invite our friends to visit our establishment, where an extensive show-room 
exhibits our varied manufactures. 

We make our grateful acknowledgments to the many kind professional friends, who have so 
warmly encouraged and assisted us, and to our Customers and the Public generally for their liberal 
support. 


WALTER MACFARLANE & CO. 
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SECTION L—PIPES. 

FOR RAIN-WATER, SOIL, SMOKE, VENTILATION, &c. 
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This section of our Castings has attained a wide celebrity for variety of design and artistic merit, as well as excellence in quality, being sharp, clean, and full 
of character. Prior to our introduction of a better, and more artistic class of ironwork, pipes were put in out of the way places, or hidden in the interior of the building, 
as if they were necessarily unseemly, but now the high character of our manufactures is acknowledged to enhance, rather than detract from the appearance of a building, 
and their great variety enables the architect to make selections in harmony with his designs. Every building requires to drain off its rain, and waste from sinks, baths, 
lavatories, closets, and vents, and for all such requirements our varied patterns will be found suitable. 

Please insert in Specification “ To be Macfarlane’s Castings, from Saracen Foundry, Glasgow,” to prevent an inferior article being supplied. 


Round, Square, and Semicircular Pipes, 

Ornamental Pipes, . 

Ears and Spikes,. 


pages 7— 8 

- „ 9— IO 


Heads and Ornamental Connections, . 

Example No. i, . 

Also other examples at end of Catalogue. 


The Illustrations are arranged in the order of their Nos. 


pages 12— 
• » 


'5 

16 


DIRECTIONS FOR ORDERING. 


State the Nos. and sizes, and either order so many lengths, along with the necessary Ears, Spikes, Heads, Shoes, Offsets, Pedestals, &c., or by giving us a rough 
sketch, showing the exact positions of the various connections in each stalk, we will furnish them, all properly marked and ready for fitting up. The following examples 
show the simplest method of ordering, and giving measurements when wanted cut ready for fitting up. 

i Stalk No. i Pipes 4", with No. 2 Ears, No. 1 Spikes, Offsets, Branch Pipes, and Shoe as sketch. 



1 Stalk No. 4 Pipes 5" x 3^", with No. 20 Ears, No. 2 Spikes, No. 20 Head, No. 4 Offset, and No. 4 Pedestal as sketch. 



M ACFARLAN E’S N? I. ROUND PIPES 




Offset 



. 18 ' - > 

<. 21 '. > 

- 24 ' 


Branch Pipe 


Double Branch Pipe 




Syphon Trap 



Syphon Trap with door 




2: 2‘«- 3*.3te\4\4‘/a'.5'. 6' 7.* and 8* 0 1 A M ET E R # — EXTRA HEAVY SIZES a* * N 0 4'/e' DIAMETER. 


Besides the Elbows and Offsets shown here, we can make them of any angle or length, and the Offsets to suit any projection of cornice or plinth to order . 
See Ornamental Ears and Spikes for fastening, page 11. 


































































MACFARLAN E’S CASTINGS _ PIPES and CONNECTIONS. 


N? 2. 
Square 


j—i 


front Elbow 


Side Elbow 


Front Obtuse Elbow. 


Side Obtuse Elbow 


Front Offset 



N? 2 SQUARE PIPES — 2‘/fe’x 2 , 2!£.’ 3*x 2, 3 x 2‘«. 3x 3, 3!4\ 254“ 3'/a”x 3, 3&”, 4'x 2,' 4 - x2'/2 / 4.x 3", 4x4; 4 l /3"x 3, 4'/s"x 3'/g', 4 ‘/j?' x Wz , 

5 / 3“ 5'x 3te* 5”x 4' 5'X 5. 6" X 3, 6“ X 4, 6*x 6; 8 'x 6T and 9'x 6". 

N? 2 Extra Heavy Sizes — Vx 3", 4i6‘x 3 1 /?.', 5'x 4; and 6'x 4", 

N? 3 Semicircular Pipes— s'x 2'&, * x 3' 5'x 3^', and 6"x 4 ; _ Connections same as for N? 2 


N? 3 

Semicircular 


f - ; ij 


I 


o 


No. 2 Square Pipes, when for Corners, must be equal sided, and No. 2 Corner Offsets and Shoes are only made for equal-sided Pipes, viz. 2)4 x 2^, 3 x 3, 
3'A x 3^, 4 x 4, i'A x 4 ^, 5 x 5 , and 6x6. 

Besides the Elbows and Offsets shown, we can make them of any angle or length, and the Offsets to suit any projection of cornice or plinth to order. 

See Ornamental Ears and Spikes for fastening, page 11. 


N? 9 extra 


HEAVY. 


N? 19 


H EXAGON 


For Rainwater and Soil. The Faucet admits of packing joints to prevent 
escape of gases, &c. 




Elbow 


• Obtuse Elbow 



Obtuse Elbow 

WITH HEEL 



Offset 


Branch Pipe 



For Prisons, Asylums, &c. The large size is placed from ground to 
top flat, the small size joined by diminishing Socket continues to Eaves 
Gutter. They are fixed by eyelet A to wrought-iron hooks in wall. They 
are unclimbable, and have no fittings that might be tampered with. 



2 ' 3. 3 l/ fe . 4 . 4 ‘'z and 5 Inside diameter 


334 x 4 .x 6 0 and 5’/a” v 6” x ‘O' 6 
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M A GEAR LANE’S CASTINGS _ORNAMENTAL PIPES 

See Ornamental Ears and Spikes for fastening, page n. Nos. 4, 5, 6, 7, 10, 11, and 30 Pipes are fixed by Earwings, dovetailed into Pipe-Faucet. 


N? 4 


N° 5 


N? 6 


N° 7 


N? 8 


N -9 10 


N9 ji 





4 X 3 " 5 X 3 '/s\nO 6 * 4 . 


4’x3' 5 x V/& AND 6'x 4 ” 


4*X 3* 5'x Vk* AND 6x4' 


4“x 3* b\ Viz" and 6'x 4” 




3 X 3 ' 4 x 3 ‘ AND 4 x 4 ' 



3, 4' AND 5‘, 



N9 12. 


N° 13. 



3 ”, 4 5 ' and 6 ' 3 ^ 4 ; 5 ' and 6 ,' 




3 ' 4' 5 “ AND 6' 



3‘, 4' 5' AND 6,' 



3* x 2 te, 3> X 3r31^'x 3^4x 3*4‘x4 
5V 3'/fe'AND 6*X 4' 



3 'x 2 ‘/fe'4'x 3‘ and 5'x V/&. 



3x2 te*4‘x 3* 5x 3te'ANO 6 x 4" 















































































































































































































MAGFAR LANE'S CASTINGS 


ORNAMENTAL PIPES 



N? 24 



3x2‘/6. 7 >, X 3*' V / z * 2 >'/ z ~. 4.x3” 4"x 4 
5 x 3 ^,and 6'x 4" 


N? 26 


N? 27 


N? 28 


N9 2 9. 


N? 30 





3x2!^ 4*x 3^ 5*x 3!^ 
AND 6*X4* 



4 x 3' 


5 te'x 4" 


3X2!^! 4"'x 3f S'x 3!^ 
and 6*x 4'' 
















































































































































































































































































MACFARLAN E’S 

CASTINGS. 

Patent Projecting Pipe H OLDERBATS 


FOR RAIN-WATER, SOIL AND OTHER PIPES. 


Can be supplied 
with any pattern or size of pipe 
in our Catalogue. 

See pages 7, 8, 9 and 10 for pipes. 



In ordering, 

Pipes should be described as,— 

“ Fitted with Holderbats ” 
also stating 

desired projection at body of pipe. 


We have pleasure in submitting to Architects, Builders, Plumbers and other tradesmen, this patent system of fixing our 
pipes to buildings by means of Holderbats, having the following 

ADVANTAGES. 


The Pipes are easily fixed to the building, easily taken down when required, without disturbing the Holderbats, and easily replaced without injury to the 
walls. The fixings are covered and protected from rain, so that by putting a little grease in the socket when fixing, they are effectually prevented from 
getting jammed by rust. The pipes can be placed close to, or at any distance from wall. The projection of pipe from wall, admits of painting all round 
the pipes, gives greater freedom in passing stringcourses, plinths, &c., and in the event of leakage, prevents the water from damaging the building. Our 
stock sizes give 1^ inches projection of body of pipe from wall, but by simply sinking the bat further into wall the projection can be reduced as desired. 
They can be supplied with longer bats for greater projection or with hooked tails for building in, to order. Special Holderbats for carrying horizontal or 
inclined pipes, to order. 

Please insert in Specification “To be Macfarlane’s Castings, from Saracen Foundry, Glasgow ” to prevent an inferior imitation being supplied. 


HOLDERBATS FIXED IN WALL. BACK OF PIPE PREPARED FOR HOLDERBAT. PIPES FIXED TO WALL BY HOLDERBATS. 

ROUND. ROUND. ROUND. 



WALTER MAOFARLANE & CO., GLASGOW. 

Architectural, Sanitary and General Ironfounders. 


Entered at Stationers' Hall. 
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MACFARLANE’S CASTINGS 


Patent Projecting Pipe Holderbats, and Sunk Pipe Holderplates. 

The Patent Projecting Holderbats are suitable for fixing either Plain or Ornamental Pipes, as shown in the following illustrations. 


For various Ornamental designs of Pipes see Catalogue pages 9 and 10. 

N? 4 N? 5 



N? 30 




Patent Sunk Pipe Holderplates. 

For fixing soil, waste, sink or other pipes in interior wall chases. This system is strong and 
simple. The pipes are easily fixed, easily taken down when required without disturbing the Holder¬ 
plates, and easily replaced. Any number of pipes, and of any sizes, may be placed in one chase, 
which should be large enough to allow at least 1^ inches between the bodies of pipes and 1X inches 
between the outer pipes and sides of wall chase, to admit of staving the joints. The spaces between 
and in front of the pipes are available for leading water or gas pipes. 

In ordering, Pipes should be described as “Fitted with Holderplates,” stating the size of wall 
chase, and the Nos., sizes, and arrangement of pipes, giving rough sketch when necessary. 


In returning stringcourse mouldings round the pipes, allowance should 
be made for the projection from wall, and the lower moulding may often be 
allowed to run on without interruption as shown above. 

It is often desirable to reduce the projection of pipe at base course, and 
this can easily be done in fixing, by sinking the bat further into wall as 
shown below. 
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MACFARLANE'S CASTINGS — ORNAMENTAL EARS 

The Fastenings for Rainwater Pipes were of the most primitive kind prior to our introduction of these important fixings, the judicious application 
of which gives so much character to the building. It is sometimes desirable to put the date of the building on the Ear nearest the top, as on No. 9. They 
are made^to fit every pattern and size of pipe in our Catalogue either for flat walls or corners. When for Nos. 4, 5, 6, 7, 10, 11, and 30 Pipes, the belt is 
dispensed with, the Earwings only being required. 


N? 2 


N c 3 


N? 4 


N9 5 


N? 6 



N° 7 






N? 8 









N? 9 





N? 24 



N? 29 





N9I0 



N9 15 



N9 20 





N9 35 




N9 16 




N? 26 




N9 36 












N° 45 





MACFARLANE’S ORNAMENTAL SPIKES FOR EARS 


N? 2 





N? 3 

21 


N° 4 



N 9 5 


N° 6 


N? 7 


N? 8 


N? 9 



Spikes Quarter Full Size 
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MACFARLANE'S CASTINGS _ ORNAMENTAL HEADS. 


The important position which these occupy, and the enhanced character and style they impart to a building, give considerable scope for variety of design, 
as illustrated by the following patterns which can be supplied for any pattern of Pipe. Crests, Monograms, Dates, &c., can be cast on to order. 


N? 3 


N° 4 


N? 5 


N° 6 



2 Vz, 3 , 3 '/z, 4 , 4-^,5 ano 6 


N° 8. 



T.Vz.’Z.ZVif 4 4J$Vand 6' 




2!4. 3. 3 (/ 2. 4-, 4‘/2. 5 and 6" 
N? 9 



2 &,' 3 , $ 0 ' 4 -'/k '5 and i 

N° 14 


2 1^7 4^ 4 i^ 7 a N 0 6* 




2 !T 3 ! 3 ^' 4 . // 4 ! 4 V'and 6 " 
N° 10 



2 £: 3,3 ^74/4 i/275 A N D 6 ' 


N? 15 



2^3y3^4-' 4i^5 and 6* 



2/2, 3, 3J£, 4. 4 !4>. 5 and 6' 


N° II 



N? 16 



2 ^7 3 /3 /2 4 ^ 5 'a N 0 6* 



2Vz, 3, 3'/z, 4 , 4 '4>, 5 and 6 ' 


N° 12 



N? 17 



mim 


2 3 * 3 '/&' 47 4^*5 and 6 ' 


N? 18. 


N9 19. 


N? 20. 


N? 21. 


N? 22. 




2 Yi, 3 * 3 Vz[ 4. 4 V N D 6 v 


N? 23. 


N9 24 


N9 25 


N9 26. 


N9 27. 





2/2! 3* 3^7 4* 4^5*and 6 


2)^7373^7 47 4/2,Vand 6* 



3 , 3i^7 4, 4i^ / 57AND 6" 



N9 28. 



4>fc. 5 AND 6 


N° 29. 


N9 30 


N° 32. 



373Vfe74! 41/27 5 % NO 0 * 



373 ^ 7474^5 and .a" 


4 ; ^5*and 6 






















































































MACFARLANE'S CASTINGS — ORNAMENTAL HEADS. 


N? 33 


N? 34 


N° 35 


N? 36 



s; 3 Za' 4 ,'414' 5" and 6' 


N? 38 


3)4 AND - 


N° 48 



2 !4'.' 3, 3!&''4". A'/z, 5" and 6" 


N? 53. 



N° 58 




N? 39 



N? 44 



2 '4 ", 3 3 14 " A " 4 Zi, 5' a n d 6 ” 


N? 49. 



3, 314 AND 4, 


N? 54. 



3' 3^*4' 4‘4‘5'and 6. 

N959. 




2 14 7 3* 3!4*4*414” 5' and 6” 


N° 40 




l UlllliliL 

2 14,3,3l4'4‘414,5 'and 6'.' 



3'3'/fi>; 414' 5' and 6' 

N? 55 



3' 3^4'4!4’ 5'and 6." 
N9 60. 




3" 314' and A". 


N° 41 



2 14” 3'. 314, 4T414 5 and 6, 


N9 46 



N9 51. 



3". 314' 4" 4!4'5' and 6" 

N9 56- 



3.3'^a:aVz" 5'and 6' 

N° 61. 


3' 3Zz\a\ 414'5" and 6*. 


3" 3•4; 4'/?.' 5 and 6" 


3' 3 ’ 4' 414”5 AND 6' 



*3 


N? 37 



3* 314* AND A t 


N° 42 



N9 47 



414”5'and 6. 


N° 52. 



illkJ 

3” 3'4' 4;4'4,”5'and 6" 


N9 57. 




'2. 5” AND 6.' 









































































































H 


N? 63. 




iiMJ 

3'/i. 4, 4)4,' 5 and 6* 


N9 73. 


N° 7 8 



2/6,3, 3;4, AND 4-’ 



2 , /6 / 3, 3)4, 4-, 4)4, 5 and 6 * 
N° 8 8 



3 J4',' AND 4" 


macfarlan e's castings— ORNAMENTAL heads. 



3!4,' 4,'4)4” 5 AND 6’ 
N9 69. 



3, 3)4. AND 4, 


N9 74. 


N? 79 



N° 84 



2 4, 3,3/4'and 4’ 


N9 89 


N9 65. 



3, 3)4, 4, 4)4, 5 and 6' 
N9 70. 



N° 75. 



N? 80 




N9 66. 



3, 3)4, 4, 4)4,5 and 6 
N9 71. 



N9 76 



3/>,and 4 


Nf° 81 




2 4,’ 3.3.'4,'4,"4)4^5 "and 6 * 


N? • 67. 



N9 72. 



N 9 77 



N° 82 



N 0 87 




2 '4.3, 3)4, 4, 41^,5 ano 6” 

































































































MAGFAR LANE'S CASTINGS 


ORN AM ENTAL HEADS. 


N ? 9 3 


N V 9 4 


N 0 9 5 


N^96 


N? 97 


N° 9 8 





N? 99 



3/Vand 4’ 


N? IOO 


N? 101 


N° 102 


N? I 03 


N? 104 



N? 105 


N? I 06 


N? 107 


N? 108 


N ? 109 


N? M 0 





fUli 

3,"3^,' 4 4^','5 and 6" 



2 Vt 3. 3]4 AND 4 



N? 11 I 



4^5"and 6”” 


N° I 13 N? I 14 N? I 15 N? I 16 



MAGFAR LAN E ’ S ORNAMENTAL PIPE CONNECTIONS. 


N? 4 Offset 


N? 4 Obtuse Elbow n° 4 Junction piece 


N?5 Offset 


N?5 Obtuse elbow n? 5 Junction Piece. 



These Connections are made to suit every pattern and size of pipe in our Catalogue, and the Offsets for any projection of Plinth. 

The Ornamental Obtuse Elbow connects outside pipes with those inside of building, when it is not practicable to continue outside pipes to ground. 
See example, No. I. page 16 . 

The Ornamental Junction Piece forms an Architectural feature above Cornices, connecting the pipes passing through same. See example , No. I. page 16 
No. 4 Pedestal we have introduced for the purpose of making a proper Junction between the Conductor Pipe and the Underground Drain. It is fitted 
with a cleaning door to facilitate the removal of any obstruction in the pipe or drain. 
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MACFARLAN E’S CASTINGS — EXAMPLES 

Ornamental Pipes, Heads, Ears, Spikes, and connections to buildings. 

N° I* 



a N? ioi Gutter 
3 N° 62 HEAD 
C N° 9 ' EAR 
D N? 21 PIPE 
E N° 4-6 Ear 
F N? 4 Offset 
G N? 4 pipe Pedestal 


h N° 80 HEAD 
| N° 20 EAR 
j N° 28 PIPE 
K N? 72 HEAD 
L N? 44 EAR 
M N c 5 PIPE 
N N° 5 Obtuse Elbow 


C N 0 21 HEAD 
P N° 19 EAR 
Q N? 2 5 PIPE 
R N° 20HEAD 
S N° 45 EAR 
T N 0 18 Pipe 
U n° 4 Junction piece 


No. 9, Ornamental Ear. It is sometimes desirable to put the date of the building on the Ear 
nearest the top, and Ornamental Ears below. Any date or device can be cast on to order. 

No. 4, Ornamental Offset supplies the most perfect means of carrying Ornamental Pipes over 
projecting plinths. 

No. 4, Pipe Pedestal makes a proper junction between the Conductor Pipe and the under¬ 
ground drains. It is provided with a cleaning door to facilitate the removal of any 
obstruction in the event of either the drain or the pipe getting cjioked. 

No. 5, Ornamental Obtuse Elbow, connects outside Pipes with those inside of building, in cases 
where it may not be practicable to continue the outside pipes to the ground. 

No. 4, Ornamental Junction Piece, forms an architectural feature above Cornices, connecting 
the Pipes passing through same. 



























































































































































SECTION 11.—G UTTERS. 
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Nos. 1, 2, and 3 Half Round Gutters, 

Nos, 5 and 6, O. G. Gutters, . 

Ornamental Gutters, . 

Circular Gutters, . 

Boundary Wall Gutters, . 


pages 17—18 

• „ 18 

„ 19—58 

,, 59—60 

„ 61 -65 


Valley Gutters, . 

Connections, Ornaments, Brackets, &c.,.. 

Drop and Snow Grates, . 

Examples Nos. II. and III.,. 

Also other examples at end of Catalogue. 


The Illustrations are arranged in the order of their widths. 


pages 66—73 
„ 74—76 

„ 76 

„ 77 


The growing importance of this section has induced us to adopt more perfect methods of production, in order to insure a uniform thickness and consequent greater 
strength, with the regularity of line, essential to a wall cornice. The variety of Gutters, and the numerous sizes we make of each, provide for almost every style of 
building and form of roof. Their adoption greatly lowers the cost of building, and imparts to the architectural features a pleasing individuality. 

Please specify in schedule “To be Macfarlane's Castings” to prevent an inferior article being supplied. 

DIRECTIONS FOR ORDERING. 

State the Nos. and sizes, and either order so many lengths along with the necessary Angles, Nozzle Pieces, Stops, &c., or by giving us a rough plan of the building 
with exact measurements, we will furnish them, all properly marked, and ready for fitting up. State also the No. and size of downpipe. The following example 
shows the simplest method of ordering, and giving measurements when wanted cut, ready for fitting up. The double line indicates the front of gutter. 


1 Stretch No. 8 Gutter 6" x 4^" with Angies, Ornamental Stops, Nozzle Piece, with y/ 2 " Drops and Drop Grates, 
1 drop on bottom, 1 on corner and 1 on back as sketch. 

2i No. 5,—12" Brackets. 
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MACFAR LANE'S CASTINGS — N°3 DEEP H. R. GUTTERS. 



Sections half full 


size. 


M ACFARLAN ES OG GUTTERS. 



N? 5 INTERNAL ANGLE 


N? 5 External angle N? 5 internal Obtuse angle N° 5 External Obtuse Angle 






N? 5 Union Cup 


Connections for No. 6 same as for No. 5 but with lion J s head on faucet. 



















MACFARLAN E’S CASTINGS _ORNAMENTAL GUTTERS. 

All our Ornamental Gutters, unless otherwise stated on section, have inside joints, giving on the outside an uninterrupted line of moulding. 
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MAC FA R LA N E’S CASTINGS -ORNAMENTAL GUTTERS 
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MACFARLANE'S CASTINGS _ORNAMENTAL GUTTERS 



23 




Sections half full size. 

















































































































































































































MACFARLANE’S CASTINGS._-ORNAMENTAL GUTTERS. 



Sections half full size. 









































































































































































































MACFARLANE'S CASTINGS-—ORNAMENTAL GUTTERS. 
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Sections half full size 



























































































































































MACFARLANE’S CASTINGS -ORNAMENTAL GUTTERS. 
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Sections half full size. 

















































































































































































































































MACFARLANE'S CASTINGS — ORNAMENTAL GUTTERS. 



Se-ctions half full size 
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MACFARLANE'S CASTINGS -ORNAMENTAL GUTTERS. 



Sections half full size. 






































































































































































































MACFARLANE'S CASTINGS —ORNAMENTAL GUTTERS. 
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Sections half full size. 


















































































































































































































MAC FAR LANE’S CASTINGS — ORNAMENTAL GUTTERS. 



Sections half full size 














































































































































































MAGFAR LANE’S CASTINGS —ORNAMENTAL GUTTERS. 
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MACFA RLANE'S CASTINGS _ ORNAMENTAL GUTTERS 
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Sections half full size. 


























































































































































































MACFARLANE'S CASTINGS - ORNAMENTAL GUTTERS. 







































































































































































































MACFARLANE'S CASTINGS -ornamental gutters. 
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Sections half full size 





















































































































































































M AC F ARLAN F’ S CASTINGS _ ORNAMENTAL GUTTERS 
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Sections half 






































































































































































MACFA RLANE'S CASTINGS — ORNAMENTAL GUTTERS. 


37 



J1VH S N 0 1103 Q 

















































































































































MACFARLAN E S CASTINGS _ORNAMENTAL GUTTERS 




V6 



Sections half full size 
















































































































































































MAC FAR LANE S CASTINGS — ORNAMENTAL GUTTERS. 
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Sections half full size 
















































































































































































macfarlane’s CASTINGS — ORNAMENTAL gutters 


40 



i 
































































































































































































































MAC FAR LANE S CASTINGS - ORNAMENTAL GLITTERS. 
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Sections half full size. 





























































































































































































M A C FAR LAN E S CA ST I N G S ORNAMENT A L G U TT E R S 
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Sections half full size. 
























































































































































































MACFARLANE'S CASTINGS — ORNAMENTAL GUTTERS 































































































































































MACFARLANE'S CASTINGS -ORNAMENTAL GUTTERS. 































































































































































































MACFARLAN E'S CASTINGS _ ORNAMENTAL GUTTERS. 



Se*ctions half full size. 




























































































































































MAGFAR LANE’S CASTINGS _ORNAMENTAL GUTTERS 



Sections half full size 
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Sections half full size. 
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Sections half full sizt. 
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macfarlan e's castings— ornamental gutters 



Sections half full size, 
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HALF FULL SIZE 
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EXTRA heavy. 














































































MACFAR LANE'S CASTINGS —-ORNAMENiAL GUTTERS. 



Sections half full size. 





































































Sections 

































































































































































MAGFARLAN E’S CASTINGS — CIRCULAR GUTTERS. 
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Sections half full size. 
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MACFARLANE’S C AST I N G S — B 0 U N D A R Y WALL GUTTERS 
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!6 5 4 X 7J4" extra heavy. 




















































































































MACFARLAN E'S CASTINGS — BOUNDARY WALL GUTTERS. 



65 


< 


9 


Sections half full size. 
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Sections half full size 
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MACFARLANE'S CASTINGS _ VALLEY GUTTERS. 








































































MAC FAR LAN E’S CASTINGS — VALLEY GUTTERS. 


72 



Sections half full size. 
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MACFARLAN E'S CASTINGS 


_ORNAMENTAL GUTTER 


For every pattern and size of Gutter in our Catalogue. 


CONNECTIONS. 



Nozzle PtECE 



Drop Cast on Back 



Drop Cast on Corner 



Union Cup 



Our Nozzle Pieces have Discharge Drops on bottom. Drops on back or corner, as above, to order. 
In ordering , the size and No. of down pipe should always be stated. 


Ornamental 
Spigot Stop 


Ornamental 
Faucet Stop 


Ornamen tal 
Reverse Stop 


Plain 

Spigot Stop 


Plain 

Faucet Stop 


Plain 

Reverse Stop 







Every separate stretch of Gutter should have Ornamental Stops, they add so much to the finished appearance of the gutter cornice. Reverse Stops are only 

used when the gutters are cut and have no spigot. 


MACFARLANE’S GUTTER ORNAMENTS 


N? 5 antefix/e For Internal Angle 


N? 5 antefix/e 


N? 5 ANTEFIX/E FOR EXTERNAL ANGLE 



ZVi, 5*AND 6'/2" 



N? 6 Antefix/e For Internal Angle 



N? 7 antefix/e For internal. Angle 



N? 6 antefix/e 



5 [ /k'‘,7 l /2' AND I0" 


N? 7 Antefix/e 



N? 6 antefix/e for External Angle 



N? 7 antefix/e For external angle 




For other designs suitable for Gutter Ornaments and Cresting see Section IV. Terminals and Section V. Railings.. Also Examples at end of Catalogue. 







































































































































MACFARLANE’S CASTINGS _GUTTER ORNAMENTS 

These can be attached to any of our Gutters, as shown in the following illustration, the distance between the Ornaments being about 3 feet. 
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HALF FULL SIZE 
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MAGFAR LANE’S CASTINGS_ORNAMENTAL GUTTER BRACKETS 


N? a 



We make these any size between A and B from 2)4 to 8 inches, thus suiting every pattern and size of Gutter in our Catalogue. 

In ordering state the No. and size of Gutter to which the Bracket is to be attached. 

Instructions for fitting up Nos. 3 and 4 Gutter Brackets:—The spike or holdfast portion being made of 
B wrought iron, is first driven into the wall, which may be either stone, brick, or wood, and the cast-iron 

portion of the Bracket is then attached to it by means of the screw. The spike or holdfast can also be 
made for batting, or to suit any conformation of wall to order. The other Patterns are attached to wall by 
ordinary spikes. 



N? 5. 




N? 6. 



N? 4. 




N? 5. 


‘N? 5. 


N? 6. 


N? 6, 


A' B 


A B 






A B 


A B 



ntinyf 






MACFARLANE'S DROP GRATES. 


N? I Round 


n? 2. Square; 


N? 3. Semicircular. 



We make No. 1 — 2 ", 2 X", 2 2)4", 3 ", 3X"> 3 X A", 3 3 X", 4"> 4-X", \ X A\ 4^"> 5"? 55X"> 5 X", and 6 " outside diameter, and Nos. 2 and 3 to suit every size of 
Gutter Drop. This essential requisite should be placed over every discharge drop to prevent flooding the Gutters. It is fixed by firmly embedding the lower end 
(which is slightly tapered) into the drop pipe of Gutter. 

Snow Grate 



6; 7/ 8;9," jo: li; 12r 13 ; !<• 15". AND I6''BR0AD. 

The Snow Grate prevents the Gutter from getting choked up with snow and thereby causing the water to overflow and damage the building. The Castings are 
joined into one continuous grating by dovetail joints. 






































































































MACFARLAN E’S CASTINGS _EXAMPLES 

Application of Gutters and Roof Ironwork to Buildings. 
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N° II 


Section of Gutter Cornice 
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SECTION III.—RIDGING. 


FOR PAVILION, DORMER, TOWER, AND MANSARD ROOFS, &c. 


The great change that has taken place in the architectural treatment of roofs, calls for an amount of artistic consideration, altogether beyond what was given to 
it in former years, the architect's aim then being rather to hide, than as in the present day to bring into prominence the crowning glories of the roof. The following 
designs, combined with those in Terminals and Railings Sections, illustrate the endless adaptations of our ironwork for this purpose. 

Please insert in Specification “To be Macfarlane’s Castings, from Saracen Foundry, Glasgow,” to prevent an inferior article being supplied. 


Ridge Plates, . .. page 79 

Curb and Hip Plates, . „ 80 

Corner Shield and Crockets, . „ 80 


Drip and Barge Frets, ..page 81 

Examples Nos. III., IV., and V., .pages 77 and 82 


Also other Examples at end of Catalogue. 


DIRECTIONS FOR ORDERING. 

State the Nos. and sizes, also the pitch of roof, and either order so many lengths along with the necessary connections, or by giving 11s a rough plan of the building 
with exact measurements we will furnish them, all properly marked and ready for fitting up. In ordering Curb and Hip Plates it is desirable to send a drawing showing 
section of roof at curb. The following examples show the simplest method of ordering and giving measurements when wanted cut ready for fitting up. 


1 Stretch, No. 22 Ridge Plate 8" x 8" as sketch. The pitch of roof is of span. 
1 No. 21 Finial 5' o" high to be fixed to angle by bolt.i' 6" long, with nut. 



1 Set ironwork for Mansard Roof as sketch, consisting of No. 
33 Curb Plate 20^", and No. 31 Hip Plate 12X" x \ 2 l /z \ with 
No. 1 Corner Shields, No. 162 Cresting 4' o" high, having No. 
158 Bannerets 8' 3" high at corners, fitted with wrought iron 
bolts 1' 6" long with nuts—Pitch and Section of roof as per 
drawings herewith. 



DIAGRAM OF PITCHES. 



Height of Roof of Span. 


We supply any pattern or size of our Ridge Plates to fit 
these pitches of roof. Other pitches to order. 


JL. 


7S 










































M ACFAR LAN E'S CASTI NGS 


RIDGE PLATES 


79 


N? I 


N? 2 



N? 3 


N? 9 



11* x II" 



IO"X 


10 " 




Left Hand Pavilion Angle Ri GHT hand Pavilion Angle 



Connections as above for any pattern, size or pitch of Ridge Plate in our Catalogue. 



We can supply our Ridge Plates and Connections with Dovetails or Sockets cast on to receive any of our Patterns of Cresting. 

For loose Ridge, Plat and Eave Sockets see page 287 
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MAC FAR LAN E’S CASTI NGS 


CURB AND 


HIP 


PLATES 


N? 30. Curb Plate 


N? 30, Hip Plate 



. 


We make Curb and Hip Plates, Corner Shields and Crockets to suit any pitch of roof. See examples of application at end of Catalogue. 
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MACFARLAN E’S CASTINGS _ DRIPano BARGE FRETS 



N9898 N P10 21 



N ° 815 


N 0 91 


N° 439 




N ? 1 { 2 8 


N? 912 




N° 1129 



N° 13 


N? 43 9 


N? 8 15 



N? 1128 


N° 8 8 


N ° 1129 



For other designs suitable for Drip and Barge Frets see Section V. Railings. 


SCALE 

- 4 2 . 


4 FEET 
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MAGFARLAN E'S CASTINGS —EXAMPLES 

Application of Iron Decoration to Roofs. 




























































































































































SECTION IV.—TER MIN A LS. 

FOR ROOFS, SPIRES, TURRETS AND BUILDING DECORATION. 


83 


There is, perhaps, no section of our manufactures that better illustrates the vast improvements we have introduced in ornamental Castings than our Terminals, 
imparting, as they do, refreshing points of interest to the Architecture, at a comparatively trifling cost. The wide range of designs in our Terminals, and other 
Sections, gives facilities for an endless variety of combinations, suited to every taste and requirement. 


Please insert in Specification “ To be Macfarlane’s Castings, from Saracen Foundry, Glasgow/’ to prevent an inferior article being supplied. 


Terminals, Finials, Crosses, Bannerets, and Weathervanes, .pages 84-161 

Arches, .page 162 

Spire Coronals and Turrets, . „ 163 

Clock Towers and Belfries, .> ..pages 164-165 


Flagstaff's and Flagstaff Bases, .pages 166-167 

Examples,... „ 167-171 


Also other examples at end of Catalogue. 


The Illustrations are arranged in the order of their heights. 


DIRECTIONS FOR ORDERING. 

State the No. and size, and, if necessary, send a rough sketch of the part the Terminal is to be attached to, stating whether wood or stone, and we will furnish 
the whole ready for fitting up. The following examples show the simplest method of ordering:— 

5 No. 23 Terminals 3' 6", Arms 4 ways, with batts for fixing to stone. 

3 No. 137 Terminals 3' o", Arms 4 ways, with snugs for fixing to wood. 

2 No. 30 Terminals 4' o", with screw for fixing to wood. 

1 No. 62 Weathervane 9' 9", with bolt and nut 6 ' o" long for fixing to timbers. 

1 No. 445 Terminal 6' o" x 3' 3" combined with No. 30 Curb Plate 10^" to fix to wedge roof as full size section herewith. 

2 Sets of ironwork for Mansard Roofs, each consisting of No. 169 Terminals 8' 9" x 13' o", one face, for 4 sides of plat, No. 33 Curb Plate 20%" 

and No. 31 Hip Plate 12 }£" x 12^2" with Corner Shields, 4 Dormer Windows 5' 8" x 5' 6", No. 149 Railing 4' 5" one face, for 4 sides on top 
of wall, with No. 158 Bannerets 4' 6" on suitable standards at corners, No. 58 Gutter 12" x 7" with No. 5—18" Gutter Brackets, as sketch and 
full size sections at curb and at eaves—(see also Example No. V., page 82). 




1 Set of ironwork for Shop Cornice, consisting of No. 438 Terminal 4' 10'' x 15' o" with No. 428 Terminal 9' 6 " at each end, all having secure 
fixings to wood cornice and stone wall. Also 10 Sign Letters To" high, to read thus—RICHARDSON—and 2 Pateras n" diameter, 
with screw holes for fixing to wood signboard as sketch. 
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MACFARLAN E'S CASTINGS _TERMINALS 


N? 261 


N? 270 


N9 268 


3' 8'4' 

I Face 


2 Q'/z " 
I Fa ce 



N? 265 


N° 265 


N° 303 


3 3'4 

I Face 


2 i 

I Face 


3 4 Va 

I Fa c e 


N° 194 


N° 264 


N? 299 




3 ' 8 

I Face 




2' 7 3 A “ 


3' 8'A 
I Fa c e 



N? 264 


I 9 Vz' 


N° 282 


• 3' SW 
I Fa c e 


N9 274 






3 3 ' 

I Fa c e 


N9 272 



N9 274 


3 3 */fe - 

I Fa c E 


N° 274 



N° 267 



N c 274 



N9 274 


N9 273 



INTF.fi i\!al Angle. 


N 0 297 


3 10!6 

I Fa c e 





2' I0'4" - - - . 

N? 84 ■ 514- " High 

External. Angle Left Hand Gable. Corner 


Apex and Gable Cowers made to any required bevel. 
N9 269 



3' 3!& ¥ -~ 
l Fa c e 



af-ex. 


Right Hand Gable CORNER. 







N9 295 


N° 262 


N 0 433 



Any devices can be added in centre shields to order . 


-H I I I II 1 I 


SCALE 

.2 




































































MACFAR LANE'S CASTINGS —TERMINALS 


N? 8 4 - 7V&" High . 


INTERNAL ANGLE. 


F LAT. 


External Angle. 






Right Hand Gable Corner. 


N? 316. 


N? 180. 


N? 175. 


Apex and Gable Corners made to any required bevel. 

N° 459 





N° 286 




N 0 3 47 
Flat. angle. 


3 9 
Fa c e 


N ? I 87 



N? 390 


N° 4 12 



I 




N? 2 62 


a 

m - 5A4* -> k- - - o 'A~ - - 

Supplied either 2" or 5X" on side. 

N? 434 




N? 3 31 


N9 408 


N° 328 



T 

£ 



I Fa ce 



N? 46 I 


N? 2 20 




2 ’ 10- 


N? 459 


N? 193 







N? 84. - 10" High . 


Apex. 



N° 460 


N° 46 8 


N° 459 





N ? 3 15 


Arms 4 Ways 


N 0 3 2 8 



N 0 2 94 


11 


a. 


N° 3 79 



N° 3 17 


N? 346 


N 0 359 



N° 410 


m m 



N° 3 71 


>Yh) $ 

w 2 

-TS. 


N? 31. 



Arms 4 Ways 


N9 45. 



N 0 38 9 



i FA C E 


N? 2 14 



N? 102 


N9 123 


N? 2 23 



'T 


N° 29 


| I I | 1 t " j— f—I I 


2 


4 FEET 
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TERMI NALS 


MAGFARLAN E'S CASTINGS _ 


N? 81 


N° 239 


N? 329 


N° 440 


N° 394 


N? 239 


N? 350 







N? 104 



N? 328 


N? 74 


N? 307 


N? 211 


N? 376 


N? 322 



Arms 4 Ways 




N? 84 - i' f High 




N? 2 80 


N? 78 


N9 405 


N 0 2 I 


N? 456 


N? 3 5 N? 2 76 


N? 384 


N? 223 





N? ! 23 


N? 313 



N? 454 


N? 43 I 


N? 470 


N? 144 


N° 3 30 



















































































M AC FAR LAN E'S CAST! NGS _TERMINALS 


87 


N? 84— f 6" High 


N? 202 


Internal Angle 


Flat 


External Angle 


N? 31 







N? 120 


N? 298 




N? 36 


N? 166 


N? 306 




N? 4 II 


N? 147 



• A" 


CO 




N° 4 I 0 


N 0 178 


N? 203 


N? 90 


N? 32 




Arms 2 and Arms 3 Ways 


SCALE 


3 


4 FEET 


4 Ways 
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N° 469 




N° 398 


N? 126 


N? 88 


N° 431 


' N? 231 N? 82 


N?' 185 



N° 420 


N? 83 




N? 110 


N° ^66 
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Arms 2 and 4 Ways 
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N° 9 


N 0 13 8 


N 0 ; 4 3 


N° 301 


N° I 0 2 







N° 8 8 


N9 212 


N° 2 3 8 


N 0 76 


N? 289 





N 9 3 I 


N9 170 


N9 74 


N° 420 


N 0 63 


N9 26 


N !; 29! 




Arms 2 and 4 Ways 


.4 08 ..'4* 

Arms 2 and 4 Ways 




N° 80. 


N 9 53 


N° I 23 


N° 4 30 


N9 85 


N° 4 


Nf° 284 








Arms 4 Ways 


A r m s 4 Ways 


Arms 4 Ways 


Arms 2 and 4 Ways 


N9 121 


N° 40 


N9 160 


N° 42 
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N? 75 


N° 300 



Supplied either 2 ^" or r o %" on side. 
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Arms 4- Ways 
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N? 72 


N? 292 


N° 9 3 


N ° 17 


N? 13 


N? 4-7 







N? 45 8 


N° 43 I 


N 0 425 



00 

" CVJ 


N 0 53 



Arms 4 Ways 
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N° 41 


N? 133 


N 0 38 


N° 4 2 9 
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N° 124 


N? 231 


N? 381 


N? 236 


N? 52 






N° 205 





SCALE 



N? 115 



4 FEET 


N° 91 
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TERMINALS 


MACFARLAN E'S CASTINGS 


Ni° 225 


N° 26 


N° 455 


N° 68 


N° 140. 







N° 31 


N? 75 


N? 14 9 


N° 420 


N? 80 


N° I 37 


N° 33 


Arms 4 Ways 





N? 22 


N9 148 


N° 4 30 


N° I 70 


N° 78 







N? 454 


N? 163 


N° 2 79 


N? 27 




2 Faces 



y- 
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N 0 31 


N? 171 


N° 311 


N? 88. 


N° 2 4 






N9 I 


N° 53 


N9 72 


N° 53 


N9 43 



Arms 2 and 4 Ways 





N9 450 



N9 70 
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to 



SCALE 
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MACFAR LANE'S CASTINGS _TERMINALS 


N? 183 


N? 167 


N? 231 





N° 152 


N? 66 


N? 235 


N9 30 


N° 308 


N 9 4 




__y_ 

Arms 4 Ways 






Arms 4 Ways 


Arms 4 Ways 


Arms 2 and 4 Ways 


N9 108 


N9 134 


N° 42 


N9 2 87 



"V 




N9 6 


N9 114 


N° I 05 


N? 47 


N? 309 





SCALE 
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N° 20 7 



Arms a. Ways 

N? 50 



N° 22 


N? I 0 6 - 3' 3* HIGH 

Apex 



Flat 



N? I 37 


4 5 
N 0 53 


N° 20 


N? 29 


A r m s 4 Way s 


N9 225 
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N? 51 


N? 49 






Arms 2 and 4 Ways 


N° 14 


N° 427 


N9 177 






■l -H f I i 


SCA LE 

,2 



































































































N? 67 


N? 52 


N? 133. 


N? 245 


N? 53 




N° 42 5 


N? 21 


N? 56 



N? 24 



N? 80 




Arms 4 Ways 
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N° 446 



1^-KH-h+hH 


SCALE 
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99 

















































































































































IOO 


MACFARLAN E’S CASTINGS _TERMINALS 


N° I I o 


N° 43! 


N° 30 I 



N° 234 


N? I 53 


N? 53 


N 0 4 47 


N? 59 
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N? 163 
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N? 108 



N? I 17 


N° 463 



SCA LE 

K'i i (i 1 [-h-t-h-L-— \— -|“-1 
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N? 232 


N? 236 


N? 198 


N? 47 


N° 233 




N? 6 3 




N? 57 


N? 3 78 


N? 53 


N? 24 


N° 361 




scale: 
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SCALE 


4 FEET 

























































































MAC FAR LAN E'S CAST I NGS_TERMINALS 
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N? 230 


N? I I I 


M? 137 


N? 116 








N? 231 


N° 53 


N? 46 4 


N? 67 





m- 


Arms 4 Ways 
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N? 6 2 


N? 430 


N? 118 




•-*- 



n- 


N 0 400 


N? 4 6 2 


N? 207 


N? 53 





Arms 2 and 4 Ways 


Arms 4 Ways 



N? I 58 


N? 26 


N? 135 


N? I 2 8 
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N? 31 


N? 364 


N? 6 


N? 158 



N? 244 


N? 13 8 





N? 177 



00 

■tf 


N? 55 


N? 34 


N ? 4 17 


N? 21 


N? 63 




Arms 4 Ways 






A r m s 4 Wav s 


I 1 1 1 1 H- h+h- 
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N? 360 


4 FEET 


N? 33 


Bottom scrolls 2 and 4 ways, 
and made to any required bevel. 


TERMINALS 


N? 108 


N? I 34 


N? 59 


N? 368 


MACFAR LANE'S CASTINGS — 

N? 4 6 3 


Arms 4 Ways 


4 


Ways 


N? 321 


Arms 2 and 


N? 42! 
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Arms 2 and 4 Ways Arms 4 Ways 
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N? 31 


!r 


MACFARLAN E’S CASTINGS _TERMINALS 

N? 173 


N? 30 




Arms 4 Ways 


N? 2 9 


Arms 4 W^ys 



N? 378 


N? 53 


Arms 2 and 4 Ways 


N? 22 


N? 450 



Bottom scrolls 2 and 4 ways, 
made to any required bevel. 


N? 23 



| I I I 1 I | 1 l - i--H - h 


SCALE 
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Arms 2 and 4 Ways 

4 FEET 


N? 422 




A r m s 4 Ways 
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Nos. 247, 251, 431, and 443 supplied for Plats as well as Ridge Roofs—other sizes to Order. 

SCALE 


























































































































M AC FA R LAN E'S CASTINGS TERMINALS 



Nos. 163, and 441 supplied for Plats as well as Ridge Roofs—other sizes to order. 
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Arms 2 and 4 Ways 















































































MACFAR LAN E'S- CASTINGS _TERMINALS 



SCALE 

















































































Arms 4 Ways 
















































































































Any length to order. 
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N? 248 


N? I 14 


N? 417 


N° 53 





SCALE 
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N? 158 


N? 132 


N? 404 



N? 444 


N? 253 


N? 24 



- - 4 ' ‘ 9" 
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SCALE 
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N? 423 


N9 445 
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o 
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4- --------.. 6' 0' CENTRES-- 

Any length to order. 




SCALE 
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N° 6 3 


N? 26 


N? 134 


N? 30 



N? 53 
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N? 80 




N? 128 


N? 124 


N° 425 



N? 44 



N? 235 


N? 230 



SCALE 
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MACFARLAN E'S CASTINGS — TERMINALS 


N? 34 



Arms 4 Ways 



N? 5 3 
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SCALE 
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N? 173 



N? I 28 


N? I 54 


N° 420 


N? 31 


N? 155 




SCALE 



Arms 4 Ways 


4 FEET 



Arms 4 Ways 
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MAC FAR LAN E'S CASTINGS TER MINA LS 


N? 53 


N? 235 
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N? 158 
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MAC FAR LAN E'S CASTINGS _ TERMINALS 


N° 8? 


N° 378 


N 0 462 



N? 283 



N? 169 



I Fa c e 


Other lengths to order , 


SCALE 
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N° 23 



N? 22 



/'rms 2 and 4 Ways. 
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Other lengths to order. 
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MACFARLAN E' S CASTINGS _TERMINALS 


N? 21 


N° 24 


N? I 03 
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Arms 4 Ways 


N° 62 


N 0 68 
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I 3 I 
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O 
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Made flat or to any curve or bevel, and with any monogram, crest, or device to order . 
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TERMINALS 



Arms 4 Ways ! ^ i Made to any bevel or form of base, and with any monogram, crest, or device, fo order. 
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AND 4. WAVS 
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Any monogram, crest, or device, to order. 
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Arms 4 Ways Arms 2 and 4 Ways Arms 2 and 4 Ways 
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Base made of any pitch or form to order. " SCALE 
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Arms 8 Ways. 
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N° 415 



Base made of any pitch or form to order. 
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N° 465 



SCALE 
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The main body of canopy is timber, covered with lead, and cast-iron crockets. 
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MACFAR LANE'S CASTINGS —CLOCK TOWERS AND BELFRIES 
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• N° 40 I 




Clock, Dials and Bell with Gearing charged extra. 
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CLOCK TOWERS AMD BELFRIES 
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Clock, Dials and Bell with Gearing charged extra. 
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EX A M RLE 

MACFAR LAN E'S CASTINGS — F LA G STA FFS A N D F LAG S'TA FF B A S ES N° Vi 
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, 01,2 





ino. 250 JtLagle (copper). 

B Flagstaff (red pine) with Cast-iron Cylinder Socket, 9' o" long 
C No. I IQ Flagstaff Base. y 
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MAGFARLAN E'S CASTINGS 


EXAM PLES 


i6g 


N 0 VIII 

Application of Ironwork to Roofs. 


Plan 



* . 17 2 


A' N9 235 TERMINAL 6 0" 


N? 22 Ridge Plate 8x8 
N9 137 F inial 3’6' 

N? 143 CRESTING 9 3 /4* 

N? 10 Gutter 8x6" 

N9 5_ 12" Gutter Bracket 
N9 132 Panels 
Dormer window 
N9 68 F 1 N 1 a l S 6" 

N9 709 Railing Standard 3'5!^ x io 3 a’ 
N9 204 Railing 2 10" 

N9 102 Gutter 16x8" 

N9 12 Gutter Bracket 
N9 47 Pipe Head 6" 

N9 21 Pipe Ear 
N9 6 Pipe 6 x4-" 



|+M t+p4 


.8 FEF.T 
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EX A M PLE S 
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N? IX 

Application of Ironwork to Roofs. 


Plan 


A N? 201. CRESTING 3 0 
5 N? 34. FlMIAL 2 9 
C N? 4-8. GUTTCR II- x 6* 

D N? 69. Bracket 
E Dormer Window 
F N? 89. CRESTING 1 ' 3 \*& 

G N? 31. Finial 2' 0" 

H N° 48. Guttcr 7 x 5 
I N? 75. BRACK ET 
J N? 83. Finial \ Vh" 

K N? 207. Weather vane 9 9 
L N? 26. Turret Cap 



I 2 ,3 ,4 

|h1 ii|i 4 fH-1- \ -r I \ 
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SECTION V.-RAILING. 

FOR EVERY KIND OF FENCING, PANELLING, AND BUILDING DECORATION. 


The purposes to which the Castings in this section may be applied are so many as to preclude enumeration, while the variety of designs and range of sizes are 
such, that the customer knowing the position the castings are to occupy, and the surrounding objects they are to harmonize with, can, by determining approximately the 
height required, Select patterns suitable for his purpose, and by reference to the other sections of our Catalogue, endless combinations will suggest themselves, besides 
those illustrated. We are glad at all times to submit to our customers sketches of alternative combinations on receiving a description of the position, with measure¬ 
ments, and an indication of the taste of the customer. 


Please insert in Specification “ To be Macfarlane’s Castings, from Saracen Foundry, Glasgow,” to prevent an inferior article being supplied. 


Railing, Cresting, Panelling, Grilles, Trellises, Palisades, 
Frieze Rails, Gratings, Ventilators, and Window Guards; 
Parapet, Gallery, Balcony, Screen, Altar and Tomb 

Railing, &c.,. 

Bar Rails,.. 

Altar Rail Standards,. 

Handrails,. 

Wall Coping, .. 

Railing Sockets, . 
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..see Section VI., 
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Floor Gratings, . 
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Also other examples at end of Catalogue. 






The Illustrations are arranged in the order of their heights. 


DIRECTIONS FOR ORDERING. 

State the Nos. and sizes, and if necessary send a rough sketch of what the Railing is to be fixed to, giving exact measurements, and stating the nature of the 
fixings required, whether for stone, brick, wood, or iron. The following examples show the simplest method of ordering. 

No. 802 Railing 2! 10", with No. 5 Handrail 3/4 'x anc ^ No. 690 Railing Standards 4/ o", with fixings at bottom and ends for stone as sketch. 
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No. 2 Ridge Plate 8" x 8"x ,< T ths pitch with Angles, and fitted with No. 921 Cresting V 8", having No. 449 Terminal 5' o" at corner and at one end, with batts at 

other end for fixing to stone chimney as sketch. 



No. 920 Railing 2' 4^", with No. 12 Wall Cope 9", and 4 No. 807 Railing Standards 3'6" adapted to suit corners and ramps, 3 No. 920 Gates 3'6"x5'o" 

having locks, and 6 No. 744 Gate Standards and Backstays, all fitted complete as sketch. 




No. 139 Railing 2' 1 o x /z for Gallery front, prepared at bottom for fixing to wood beam, and at top for mahogany cope as sketch. 
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N?. 8.0 6-9' o' Long 
Also 3' 6” and 6' o" long, without wreath. 





Either of the symbols, Star or Cross, can be substituted for Anchor shown in wreath. 


Other devices to order. 
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Either of the symbols, Star or Cross, can be substituted for Anchor shown in wreath. 


Other devices to order. 
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Main Standards priced separately. 
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N? 434 



N 0 416 



N? 2 14 


N? I 6 5 


N? 45 



N? 278 


N° 802 


N? 80 



N? I I 8 


N? 40 


N? 81 



N 0 4 3 7 - 4 r 7 V*" between centres, 

Also 3' $ X A", 3' 9 3 A", 4' i/ 4 ", 4' and 5' ribetween centres, which can be used separately or together 


N? 8 2 8 




I Face 


I Face 

Also with large Centre Ornament and Standards see page 269. 
SCALE 




F+4-f ■ !■ +• 
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N? 913 



N? 160 


N? 467 


N? 204 
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N? 1030 


N 0 94 


N? 51 




N? 100 


N° 35 



N? 8 39 



N? 1072 N? 948 



N? I 17 


N? 24 


N? 44 



H- M I l | I I I >1 I - 
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N° 807 - 6 ' 2 " BETWEEN CENTRES 

Also 3' 8" between centres which can be used separately or in combination. 





N? 57 


Either of the symbols, Star or Cross, can be substituted for Anchor shown in wreath. Other devices to order. 
Standard can also be supplied with Spike for driving into ground, see page 334. 


N? 908 


N? 53 



1 and 2 Faces 


N? 64 


N? 415 


N? 1076 




N? 1017 


N? 1034 




N? IH8 


N? 242 


N? 1117 



SCALE 
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RAI LI NG 


21 7 


N° 803 



N ° 86 8—7 4* BETWEEN CENTRES 

Can also be used in combination with pattern shown above, 2' 10” between centres. 
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N? 10 30 


N° 8 89 



N ° 110 4 



N° 8 96 



N° 33 
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MAGFAR LANE’S C AST I N G S — R A I LI N G 


N° 210 


Main Standards priced separately. 


2 19 


N 0 409 


N9 279 


N° 1016 




N 0 16 2 N° 398 



i Fa c l 


N ? 57 


N? 257 


N° 12 8 



Any size to o?'der. 1 face 


I n I 1 1 i H | 1 1 I - 
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4 FEET 


3'/? 
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N? 208 



N? 10 3! 


i a ..-4.. * 4x1 


mricoo 

1 

11 i ST 1 

' -- 

r 

—:— “f 

r 



L W L 


1 

aI 7 s 

5 A S 1 

r 



Main Standard priced separately. 


N? 2 6 8' 0' BETWEEN CENTRES 




N? 4 21-5' 8 3 /4 8ETWEEN CENTRES 

Also i' ii^", 3 ' io", 4 ii Yk » and 62 ^ between centres, which can be used separately or together 
in various combinations, as illustrated below. 


N? 57 



N9 42I-I ll'/fe' +6" 2 !£ BETWEEN CENTRES 
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2 2 I 


N? 206 



N? 12 

% 


'n 





mo 76 N? 132 N9374 



N° 338 


N? 2! I 


N9 295 



|"I l M f ' R -H- H- l- 
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N 0 4 57 


N 0 84 


N° 9 20 




N 0 3 80 


N° 3 7 3 



A* jrS __ . 

o 0 1 - 1 1 ' 



Main Standard priced separately 


N° 826 
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|-4-r f I • 
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N° 878 


N? 277 
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N? I 8 8 N? I 3 I 



I and 2 Faces 



Main Standard priced separately. 


N° I 08 


N? 309 


N 0 57 



4 FEET 


H- k- H- i I 
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N? 907 





N? 139 




N 0 973 




N 0 147 



N? 4 37 4 7Vz BETWEEN CENTRES 

Also 3 ' 5 : A\ 3 ' 9 -X". 4 4 4#* arlc * 5' X1 %" between centres, which can be used 


N° 8 l 



SCALE 


i M I ! 


2 

















































































































































































































































MACFARLAN E'S CASTINGS — RAILING 


2 27 


N 0 20 


N ? 214 



N? I 6 3 N° I 020 



6's' 



















































































































































































































228 


MACFARLANE'S CASH N G S — R A I LI N G 




N ? 317 


N ° I 141 


N? 148 




N ° 1079 


N° 326 
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N? 266 


N? 53 


N° 379 




N? 172 


N? 203 


N? 457 
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N 0 40 


N? M 4 


N 0 76 



N° 3 76 


N 0 81 


N? 3 94 



N° 440 


N° 338 


N ? 2 14 



N° 1118 


N° 2 9 3 


N ? II I 7 



I I I i t-Hh 


SCA LE 
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6'4?‘ 
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2 3 * 


N? 995 


N? 1080 





SCALE 


For large centre ornament and standards, see page 274 

| , , n» l- H - H fV- 
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N° 948 


N° 396 



N° 36 


N? 53 


N° 1022 



N? 209 


N? I 90 


N° 19! 



N° 792 


N? 358 
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N° 464 


N 0 839 
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--VL _ 


N° 375., 





N 0 643 
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N° 866 
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N° 418 
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N° 762 


N° 948 
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N? 136 
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N? 132 
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R A I LI N G 



N? 421-5' 8 3 /4 BETWEEN CENTRES 

Also 1 ' Ii%", 3' 10", 4 ' 11 #", and 6 '2%'' between centres, which can be used separately or together 
in various combinations, £s illustrated below. 



N? 3 19 



N? 421 - f II&* + 6''2te‘ BETWEEN CENTRES 




1 1 I { I I 1 I l-t - H-t- 


SCALE 

































































































































































































































































































































































N? 407 


N° 802 


N? 373 


jl... 

TOPrrrrJ 

t Jr^ 

X | 
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_3uit. r 
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N? 195 


N? 114 


N? 204 






SCALE 


| I I h H “ H -H 
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N? 191 


N° 49 


N9 473 




N° 302 


N° 606 


N9 466 



N° 8 6 8—2 10 BETWEEN CENTRES 


N? 139 



N? 868-7' 4 BETWEEN CENTRES 

Can also he used in combination with pattern shown above, & 10 ' between centres. 



JV 





Xv '4~ 



SCALE 
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>—I-4-+ ~h-f~T —I—f-f 
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N 9 10 17 
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N ? 471 


N 0 896 





N? 137 


N° ! i 06 



N? 956 


N? 24 



| 1 l It R - hH - h f 


SCALE 
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N° 20 1 6’ 5' BETWEEN CENTRES 

Also / 4, i 9,2 7,3 7 and 5 o^between centres which can be used separately or together 



N° 1122 
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N? I 142 


N? 1143 


N? 114 4 



N? 155 


N? 117 



SCALE 
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N? I II 7 


N° 4 57 


N? MI8 



CENTRES 

































































































































































































































MACFARLAN E’S CASTINGS 


RAI LI NG 
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N? I 07 ' 


N° 112 6 



N° 405 





|-I I \ I * | "H- < i l I 


N° 1006 



SCALE 
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N? 1096 
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N? 88 2 


N° 382 
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N° 792 


N° 379 
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249 


N? 106 5 



N° 63 


N? 211 


N? 467 





—h 




SCALE 
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M A C FA R LAN E'S C AST I N G S — R A 1 LI N G 




N? 104 


03 

'to 




N? 952 

Can also be used in combination with No. 951 illustrated above. 



Main Standard priced separately. 
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I' M 1 I I I 1 H -I - I I 
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N? 986 



N? 45 


N? 116 
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MACFARLANE'S C AST I N G S — R A 1 LI N G 


N9 47! 


N? 209 



N? 1017 


N9 73 




N9 42I.. 5' 8 3 /4 BETWEEN CENTRES 

Also i' n%", 3' 10", 4/ 11%", and 6 <2 .%"between centres, which can be us&d separately or together 


N9 36 



N9 42U l' ll'/a" + 6' 214" BETWEEN CENTRES 





1 M I M I I I H ll - 
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N? 167 


N? 275 




N? 181 


N? 42 



N° 830 


N? 923 


N? 94 5 



N? 24 



SCA LE 


to 



K +-H- -+ -1 H | I I f— 
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N? 1074 


N? 43 




N? 380 


N? 375 



N°23 
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-• «‘i w > iKiTHTnnfiwmnw^ 
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M | l I 1 1 I 1 -H - f - 


SCALE 

,2 


4 FEET 








































































































































































































































































MACFARLAN E'S CASTINGS 


R A I LI N G 


2 55 


N? 970 N o 9 0 9 
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N ? I 3 2 4' l’/2' BETWEEN CENTRES 
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N? 433 


N? 1130 




1 M | l l | I I f-H -f " 
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N? 971 



Booii? 


Main Standard priced separately. 
N? 210 



N? 2 07 




N? 422 


N° 879 
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N? 21 I 


N° I I 22 



Main Standard priced separately. 


N 0 42 I — 5‘ 8 3 A BETWEEN CENTRES 

Also 1 ' n l A") s' 10 ”, 4 ' 11 ^*, and 6 ' o. 1 /* between centres, which can be used separately 
or together in various combinations, as illustrated below 


N° 83 
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SCA LE 
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N? 953 



N? 191 







N? I 32 


N° 83 




r# 

l: .ir~ii 

|i ylm \Sj&y/ 
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: 1 
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1 1 

j | 
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i\^^/j 



f 1 

.. r j 


□El 
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1 " * 1 mH- H-h-I 
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and 2 Faces 

Centre feature repeats every 13 roj 4 " Otner distances to order. See also page 193. 



N° 1058 
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I 1 1 1 1 1 1 1 1 1 1 1 i- 
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N° 443 9 9' BETWEEN CENTRES 

ALSO ll' 6’ BETWEEN CENTRES 
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N 9 162 


N° 42 




SCALE 
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N° 1148 
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| n | ' 1 | 11 ! t- t -fr 
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N 0 3 9 



N° 23 
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N? 149 



Centre feature repeats every 12 3. Other distances 4 ? order. 


N? 971 



N? 739 



Main Standards priced separately. 


Main Standards priced separately. 


N® 784 


N? 967 




Main Standard repeats every 10' o y&" 



R H V+++-H- H I- 
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1 and 2 Faces 

Centre feature repeats every 13' io} 4 "; other distances to order. See also page 208 


V> 
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N? 457 





|- l I 1 > F ' b - H - H | - 


SCALE 
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N? 43 


N? 129 



N? ||48 



Main Standard with Backstay priced separately. 
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N? 149 


SECTION ON LINE A B 



I Face 2 Faces b Centre feature repeats every J 2 3 Other distances to order. See also page 212 
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} ■ 11 111 b -H-t-H-- 
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Main Standard priced separately. 





















































































































































































































































































































































































































































MAGFARLAN E'S CASTINGS — RAILING 




9'V 





















































































































































































































































































































































-„o ,s 


273 




•5 

•o 

c5 

T3 

a 

.£ 

rt 

s 



Main Standard repeats every io' o H"> Main Standard with Backstay priced separately. 
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Main Standard with Backstay priced separately. 
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N° 457 


N° 757 




Main Standard with Backstay repeats every <) 7 r A 


N<? 9 90 
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Main Standard with Backstay repeats every 9 o . 


| 1 1 1 1 1 | 1 1 H - H -~ 
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| M 1 1 . ! •++++++ 
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N? 1148 
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MACFARLAN E S CASTINGS — RAILING 


N° 8 43 



N° 7 74 


N? 83 



Main Standard with Backstay repeats every g gVz" 


I- " I M l- h - H 


The rails marked A are wrought iron. 


SCALE 

,2 


- [- 




4 FEET 
























































































































































MACFARLAN E'S CASTINGS — RAILING 



Main Standard with Backstay repeats every io ; 

















































































































































































































































Main Standard with Backstay repeats every 16 9 SCALE Main Standard with Backstay repeats every 16 


























































































































































































































































MACFARLAN E'S CASTINGS — RAILING 
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o *0 
o 0 


0-0 
o—o 


0-0 

0-0 


0-0 

0-0 


0-0 

00 


o- 
0-0 


0-0 

0--0 


Any size to order. 
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MACFARLANE'S CASTINGS 


BAR RAILS 


N 0 805 


i", and iX" square x 3 ' 0 " to 5 ' o" long.. 


N» 805 








i", i yk , and i%" square x 6 ' o to 9 ' o" long. 


N° 78 8 

i" and i%" diameter x 3 ' o to 5 ' o long. 


N° 797 



diameter x 4 ' 6 to 7 ' o" long. 

For Rail Sockets, see page 288. 


MACFARLANE'S ALTAR RAIL STANDARDS 


N° I 04 N? 50 



N? 360 


N° 338 




N9 251 N° 41 1 



N? 907 



SCALE 
2 


| M I M I Ml - - H+ -f- 



4 FEET 


N° 777 



2 





































































































MAGFARLAN E’S CASTINGS _ HANDRAILS 
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N? 2 


N? 2 


N° 2 


N° 2 





3 '/2 x 2 % 


4 U' x 2 % 


N° 5 


N° 5 


N 0 5 


N° 5 



2" x I" 





3‘/Lx I Z A" 


N° 6 


N° 6 


N° 6 


N° 6 




2 !£ x I iV 




N? 8 


N° 7 



1 %’ x I }/2 




N° 7 


N° 7 




N? 9 




Sections half full size, 
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MACFARLAN E'S C AST I N G S — H ANDRAI LS and COPING 





MACFARLAN E'S RAILING SOCKETS. 


PLAT SOCKET 


EAVE SOCKET 


EAVE CORNER SOCKET 


EAVE DOVETAIL 



PLAT CORNER SOCKET 


/ ’-i!! 

, 'III! 

UUiiiulliL 


i", i# r 1 % /and 2 / 




RAIL SOCK ET 


SOCKET BATT 


iUNK SOCKET 


PLAT 

DOVETAIL 


Rl DG EROLL 
DOVETAIL 




DOVETAIL 

BATT 




See examples of application, page 77 . 


V\ \ %"> 1 ", i 1 /”, and 1 



The Rail Socket, Socket Batt, and Sunk Socket, admit of Railing bars being tightly wedged into their place, and yet leave them removable 

when necessary, without injuring the stonework. 


SCALE Quarter Full Size 

























































































M ACFAR LAN E'S CASTINGS — EXAMPLES 

Application of Railing to Tombs. 

r\. 

k 

.71 L 

i - V, 


!\ 
'{ } 


2<S 9 


N? X I 

N? 80 7 RAILING 2 2 * 

With Spikes for driving into ground. 




N° X V 

a n ? 40 Railing r 9 " 



N.° x v 11 

N9 2 ! 4 RAILING I' 10’ 
N c 5 HANDRAIL 3 'xi 1 ^ 
N° 703 Railing stand 



- T. v!S - 


N° XVIII 


A N° 44 RAILING S' 2* 

B N° 44 Railing Standard 





~ -7 / 


N 0 XII 

a N° 104 Railing T 9* 

B N9 104 Railing standard 3' 
C N° 13 Base Rail 


T 



N° XIV 

N 0 4 5 7 RAILI NG S ' 0" 





N9 XVI 

N° 12 6 Railing 2' n" 



N° X I X 

A N9 149 Ra il l'N G 4' 5 " 
B N° 689 Ra 



































MACFARLANE'S CASTINGS _ EXAMPLES 

N? XX 

Application of Ironwork to Roofs, Balconies, and Building Decoration. 


290 


A N 0 432 Clock Tower 
B N? 16 3 Rail in c 3' 9 ' 
C N9 33 CURB PLATE 
D N? 31 hip Plate 
E N? I CORNER SHIELD 
F N9 94 RaILI N G 2'2" 

G N9 6 5 Railing 3 ' o" 

H N9 2 3 ! TER M INAL 4' 6 " 


I N9 436 TERMINAL 
j Dor me r W ino ow 
K OORMER WINDOW 
L N9 1066 Raiun g i'4* 
M N9 3 81 TER MINAL 
N N9 l 19 TER MINAL 3' 8" 
O N9 84 TERMINAL ANGLE 
P N? 149 Railin g 4 5' 


Q N° 1089 BALCONY 
R N? 20 ! RAILING 
S ORNAMENTAL SlGN 
T N° 57 LAMP 
U N? 92 BRACKET 

v n? 4 column 
w N° 28 Lamp 
x N* 281 Railing i' 
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SECTION VI.-GATES. 


FOR VILLAS, MANSIONS, COURTS, MARKETS, GARDENS, PARKS, CEMETERIES, &c. 


Owing to the important positions occupied by Entrance Gates, and their nearness to the eye, the excellence both of the Design and of the Casting is a matter of 
special importance. The great variety of our Designs and sizes will enable our customers easily to select patterns to meet their requirements. Refer to Section V. for 
suitable Railings. We will be glad to furnish sketches combining the Gates and Railing on receiving the necessary particulars and an indication of the taste of the customer. 


Please insert in Specification “ To be Macfarlane’s Castings, from 


Single Leaved Gates,.pages 293 — 300 

Double Leaved Gates, . „ 301 — 331 

Arched Gateways, . „ 329— 332 

Example No. XXIII.—Gate Opening Apparatus, . „ 333 


Saracen Foundry, Glasgow,” to prevent an inferior article being supplied. 
Railing and Gate Standards,.pages 334—339 


Road and Guard Posts, . „ 340 

Railing, see Section V., „ 172—292 

Wall Coping, see Section V., . „ 288 


The Illustrations are arranged in the order of their heights, and to further facilitate selection we give the following 
LIST OF GATES, ARRANGED IN THE ORDER OF THEIR WIDTHS. 


Width x Height. 

No. 

Page. 

Width X Height. 

No. 

Page. 


Width X Height. 

No. 

Page. 

Width X Height. 

No. 

Page. 

Width X Height. 

No. 

Page 

2! 

n" 

X 

4' 

0 " 

145 

294 

3 ' 

6#' 

X 

5' 

0" 

743 

296 


5 ' 

X 

8' 

0" 

8 3 <t 

314 

7 ' 

o'' 

X 

5 ' 6" 

920 

297 

10' 

2" 

X 

io' 

1" 

809 

323 

2' 

11" 

X 

4 ' 

6" 

145 

295 

3 ' 

7 " 

X 

5 ' 

0" 

973 

296 


5' a* 

X 

7' 

9 " 

874 

3 T1 

7 ' 

0" 

X 

S' 9 " 

946 

297 

io' 

4 " 

X 

6' 

0" 

211 

3°3 

2' 

11" 

X 

4' 

7 'A" 

957 

295 

3 ' 

7 " 

X 

5 ' 

6" 

1097 

302 


5 ' 2" 

X 

8' 

2" 

63 

3 11 

7 ‘ 

0" 

X 

6' 6" 

1023 

308 

10' 

4 " 

X 

6' 

3 " 

1013 

3°7 

2! 

11" 

X 

5 ' 

0" 

145 

297 

3 ' 

7 " 

X 

6' 

6" 

1023 

308 


5 ' 8" 

X 

4' 

7 #" 

957 

295 

7 ' 

0" 

X 

8' 2" 

63 

3 11 

10' 

6" 

X 

6' 

0" 

809 

304 

2 ; 

11" 

X 

5 ' 

6" 

957 

301 

3 ' 

7 " 

X 

8 ' 

2" 

63 

3 « 


5' 8" 

X 

5 ' 

6" 

957 

301 

7 ' 

0" 

X 

II' 10" 

845 

332 

to' 

6" 

X 

7' 

1" 

973 

309 

3 ' 

0" 

X 

4' 

2" 

75 

294 

3 ' 

7 " 

X 

9 ' 

3 " 

1151 

300 


5 ' 9 " 

X 

4 ' 

0" 

145 

294 

7 ' 

1" 

X 

5' 0" 

973 

296 

io' 

7 " 

X 

5 ' 

0" 

208 

3 °i 

3 ' 

0" 

X 

4' 

3 " 

1026 

294 

3 ' 

7 l A" 

X 

6' 

5 " 

973 

298 


5' 9* 

X 

4' 

6" 

145 

295 

7 ‘ 

2" 

X 

5' 0" 

208 

301 

io' 

7 " 

X 

6' 

0" 

208 

304 

3 ' 

1" 

X 

4 ' 

6" 

740 

294 

3 ' 

8 " 

X 

4 ' 

3 " 

1095 

294 


5 ' 9 " 

X 

5 ' 

0" 

145 

297 

7 ' 

2" 

X 

6' 0" 

208 

304 

10' 

7 " 

X 

10' 

0" 


322 

3 ' 

1" 

X 

4' 

6" 

74 i 

295 

3 ' 

8 " 

X 

5 " 

0" 

ro 95 

295 


5 'ii" 

X 

4' 

3 " 

1026 

294 

7 ' 

2" 

X 

6' 5 " 

973 

298 

10' 

8" 

X 

6' 

0" 

126 

303 

3 / 

1" 

X 

4 ' 

6" 

743 

295 

3 ' 

9 * 

X 

5 ' 

0" 

208 

301 


6' 0" 

X 

4 ' 

2" 

75 

294 

7 ' 

4" 

X 

4 ' 3 " 

1095 

294 

10' 

8" 

X 

6' 

0" 

1148 

280 

3 ' 

1" 

X 

4 ' 

6" 

920 

294 

3 ' 

9 " 

X 

5 ' 

2" 

IIOI 

297 


6' 0" 

X 

4 ' 

6" 

740 

294 

7 ‘ 

4 " 

X 

S' 0" 

1095 

295 

io' 

9 " 

X 

6' 

2" 

ii 35 

306 

3 ' 

1" 

X 

5 ' 

0" 

920 

296 

3 ' 

9 " 

X 

6' 

0" 

208 

3°4 


6' 0" 

X 

4 ' 

6" 

74 i 

295 

7 ' 

4 " 

X 

5' 2" 

IIOI 

297 

10' : 

to" 

X 

1 S > 

9 " 

900 

329 

3' 

1" 

X 

S' 

2" 

946 

296 

3 ' 

10" 

X 

7 \ 

11" 

1127 

299 


6' 0" 

X 

4 ' 

6" 

743 

295 

7 ' 

IO#" 

X 

5 ' 4" 

1092 

301 

11' 

0" 

X 

7 ' 

10" 

784 

312 

3 ' 

1" 

X 

6' 

o'' 

809 

304 

4' 

0" 

X 

5 ' 

4" 

1092 

301 


6' 0" 

X 

4' 

6" 

920 

294 

8' 

0" 

X 

5 ' 9 " 

946 

298 

11' 

0" 

X 

7 ' 

11" 

739 

3 i 3 

3 ' 

3" 

X 

4 ' 

3 " 

1095 

294 

4' 

o'' 

X 

5 ' 

9 " 

946 

298 


6' 0" 

X 

5 ' 

0" 

920 

296 

8' 

1" 

X 

5 ' 0" 

1095 

295 

11' 

1" 

X 

S' 

6" 

1097 

302 

3' 

3" 

X 

4 ' 

6" 

214 

294 

4' 

0" 

X 

6' 

8" 

461 

298 


6' 0" 

X 

5 ' 

2" 

946 

296 

8' 

2" 

X 

5 ' 3 " 

23 

297 

11' 

1" 

X 

11' 

9 " 

461 

324 

3 ' 

3 " 

X 

4 

8" 

957 

295 

4' 

0" 

X 

7 ' 

9 " 

461 

299 


6' 5 " 

X 

4' 

3" 

1095 

294 

8' 

3 " 

X 

4 ' 5 " 

80 

301 

11' 

3 " 

X 

10' 

0" 

1127 

321 

3' 

3" 

X 

5 ' 

4 " 

461 

297 

4 ' 

0" 

X 

7 ' 

10" 

784 

312 


6' s" 

X 

4 ' 

8" 

957 

295 

8' 

5 " 

X 

5' 6" 

1097 

302 

11' 

5 " 

X 

6' 

3 " 

1013 

307 

3 ' 

4 " 

X 

5 ' 

0" 

1135 

296 

4 ' 

1" 

X 

5 ' 

0" 

1095 

295 


6' 5" 

X 

9 ' 

5 " 

189 

3 i 9 

8' 

10" 

X 

7' 1" 

973 

309 

11' 

6" 

X 

6' 

5 " 

464 

307 

3' 

4 " 

X 

6' 

0" 

211 

303 

4 ' 

1" 

X 

7' 

7 K" 

739 

299 


6' 6" 

X 

4 ' 

6" 

214 

294 

9 ' 

0" 

X 

6' 2" 

74 i 

305 

11' 

6" 

X 

8' 

0" 

207 

3 i 5 

3 ' 

5" 

X 

5 ' 

5 #" 

457 

302 

4 ' 

1" 

X 

7 ' 

II" 

739 

299 


6' 6" 

X 

5 ' 

4 " 

461 

297 

9 ' 

0" 

X 

6' 2" 

743 

305 

11' 

7 " 

X 

6 1 

3 " 

457 

306 

3 ' 

5 " 

X 

5 ' IO " 

457 

306 

4 ' 

2" 

X 

4' 

5 " 

80 

301 


6' 7" 

X 

5 ' 

4 " 

ii 35 

296 

9' 

0" 

X 

7 ' 7 #" 

739 

310 

11' 

7 " 

X 

7 ' 

2" 

457 

310 

3 ' 

5" 

X 

6' 10#" 

457 

309 

4' 

2" 

X 

5' 

3" 

23 

297 


6' 10" 

X 

4' 

5 * 

80 

301 

9 ' 

0" 

X 

7T1" 

739 

313 

11' 

7 " 

X 

8' 

6" 

464 

316 

3 ' 

6" 

X 

3 ' 

8" 

969 

294 

4' 

2* 

X 

7' 

6" 

809 

3 12 


6' io'' 

X 

s' 

6" 

1097 

302 

9' 

1" 

X 

6' 0" 

809 

304 

11' 

7' ; 

X 

& 

8" 

1013 

3*7 

3' 

6" 

X 

4' 

3" 

1026 

294 

4' 

2* 

X 

7' 

9" 

874 

3ii 


6' 10" 

X 

5' 

6" 

189 

297 

9' 

2" 

X 

6' 0" 

126 

303 

11' 

7'' 

X 

9' 

9* 

1013 

320 

3' 

6" 

X 

4' 

4" 

145 

294 

4' 

4" 

X 

6' 

0" 

211 

303 


6' 10" 

X 

6' 

2" 

189 

298 

9' 

3" 

X 

6' 3* 

1013 

307 

11' 

9" 

X 

9' 

0" 

'85 

318 

3' 

6" 

X 

4' 

9'' 

1026 

295 

4' 

5M" 

X 

6' 

5" 

973 

298 


6T0#" 

X 

3' 

8" 

969 

294 

9' 

3" 

X 

8' 8" 

1013 

3i7 

12' 

0" 

X 

7' 

iT 

739 

3 r 3 

3' 

6" 

X 

4 ': 

ro" 

145 

295 

4' 

6" 

X 

6' 

2" 

74i 

305 


6' 11" 

X 

4' 

3" 

1026 

294 

9' 

3" 

X 

9 9" 

1013 

320 

12' 

1" 

X 

7* 

10" 

809 

312 

3' 

6" 

X 

5 

0 

840 

295 

4' 

6" 

X 

6' 

2" 

743 

305 


6'n" 

X 

4' 

4" 

145 

294 

9' 

8" 

X 

8' 0" 

189 

3M 

12' 

1" 

X 

10' 

1" 

809 

323 

3' 

6" 

X 

S' 

0" 

920 

296 

4' 

6" 

X 

IO' 

0" 

801 

300 


6T1" 

X 

4' 

9" 

1026 

295 

9' 

9" 

X 

5' 6" 

1097 

302 

12' 

1" 

X 

14' 

6" 

801 

326 

3' 

6" 

X 

5' 

1" 

23 

296 

4' 

7" 

X 

6' 

0" 

126 

303 


6' 11" 

X 

4' 

10" 

145 

295 

9' 

11" 

X 

6' 6" 

1023 

308 

12' 

2" 

X 

/' 

9" 

874 

3* 1 

3' 

6" 

X 

5' 

2" 

946 • 

297 

4' 

7" 

X 

6' 

0" 

809 

304 


6' 11" 

X 

5' 

1" 

23 

296 

io' 

0" 

X 

5' 5^" 

457 

302 

12' 

2" 

X 

8' 

0" 

836 

314 

V 

6" 

X 

s' 

4" 

145 

297 

4' 

7" 

X 

8' 

0" 

207 

3i5 


6' 11" 

X 

5' 

4" 

145 

297 

io' 

0" 

X 

6' s" 

464 

307 

12' 

9" 

X 

9' 

5* 

189 

3i9 

3' 

6' 1 

X 

5' 

6" 

189 

297 

4 ' 

7" 

X 

9' 

0" 

85 

318 


6T1" 

X 

7' 

10#' 

83 

3i3 

10' 

0" 

X 

6' 6" 

758 

308 

T 3 

1" 

X 

8' 

6" 

464 

316 

3 ' 

6 " 

X 

5' 

6" 

920 

297 

4' 

8" 

X 

6 ' 

3" 

1013 

307 


6' 11" 

X 

i3' 

0" 

900 

328 

10' 

0" 

X 

6 To#" 

457 

309 

!3' 

3" 

X 

l 5 / 

9" 

900 

327 

3' 

6" 

X 

5' 

9" 

946 

297 

4' 

8" 

X 

T 

8" 

1013 

3i7 


7' 0" 

X 

5' 

0" 

740 

296 

io' 

0" 

X 

7T1" 

739 

3i3 

13' 

5" 

X 

8' 

0" 

207 

3i5 

3 ' 

6" 

X 

6 ' 

2" 

189 

298 

4' 

8" 

X 

8' 

9" 

1013 

320 


7' 0" 

X 

s' 

0" 

74i 

296 

10' 

0" 

X 

8' 6" 

464 

316 

*3' 

8" 

X 

8' 

8" 

1013 

3*7 

3' 

6" 

X 

6 ' 

5" 

464 

307 

4' 

10" 

X 

8' 

0" 

189 

300 


7' 0" 

X 

5' 

0" 

742 

296 

10' 

1" 

X 

7 To#" 

83 

3i3 

13' 

8'' 

X 

9' 

9" 

1013 

320 

3' 

6 " 

X 

7 To#" 

83 

313 

5' 

0" 

X 

6 ' 

5" 

464 

307 


7' 0" 

X 

5' 

0" 

743 

296 

10' 

2* 

X 

7' 9* 

874 

3** 

13' 

10" 

X 

7' 

11" 

739 

3i3 

3' 

6‘A" 

' X 

S' 

0" 

740 

296 

5' 

0" 

X 

6' 10#" 

457 

309 


7' 0" 

X 

5' 

0" 

840 

295 

10' 

2" 

X 

7T0" 

809 

312 

H' 

0" 

X 

11' 

9 7 

461 

325 

3' 

6#" 

X 

5' 

0" 

741 

296 

5' 

0" 

X 

8' 

6" 

464 

316 


7' 0" 

X 

5' 

0" 

920 

296 

io' 

2" 

X 

8' 0" 

836 

3*4 

15' 

0" 

X 

14' 

6" 

801 

33° 

3' 

6#" 

' X 

5' 

0" 

742 

296 

5' 

1" 

X 

7T0#" 

83 

3i3 


7' 0" 

X 

5' 

2" 

946 

297 

10' 

2" 

X 

8' 2" 

63 

3ii 

20' 

0" 

X 

is 7 

0" 

1136 

33i 


DIRECTIONS FOR ORDERING. 

State the Nos. and Sizes, to be single or double leaved, to have lock or latch, and if single leaved whether to be hung to right or left hand, to stone, brick, or iron 
Standards. If the Standards are already erected give the exact sizes between them at the base, body and cap, together with the height to cap. It is always better, however, 
to select the Gate first and place the Standards to suit, thereby avoiding expense in alterations of patterns. When Gates are to be applied with Railing, give the height 
of parapet wall, above ground line or step on which Gates are fixed. The following example shows the simplest method of ordering. 

1 No. 739 Double Leaved Gate io' o" x 7' 11" with 2 Single Leaved Gates 4' 1 * x 7' 11" Right and Left Hand, to hang to stone Standards and fitted with locks, 
Also 2 Stretches No. 739 Railing 4' 1", each 15' o" long as sketch. 
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SCALE 







































































































































































































































































































































































MACFARLAN E'S CASTINGS — GATES 


3 i 6 



Single Leaved 






























































































































































































































































































































































































































































































MAGFARLAN E'S CASTINGS — GATES 



317 




r* 

■ 

/ 

\_A 



\ / 


V 



Single Leaved 4' 8 'x 7' s' High 


































































































































































































































MACFARLAN E's CASTI NGS 


3r8 


0 ,6 -- 



-L3 3J tr 
















































































































































































































































































MACFARLAN E’S CASTINGS — GATES 



Single Leaved 6 5~ 

Gate Standards priced separately.—For other designs see pages 334 to 339. 
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Single Leaved 3 io"See Rage 299 

Gate Standards priced separately.—For other designs see pages 334 to 339. 






































































































































































































































































































































GATES 








^ — 


322 



Single Leaved 3 ' 7 ' See Page 300 
Gate Standards priced separately.—For other designs see pages 334 to 339. 
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Gate Standards priced separately.—For other designs see pages 334 to 339. 
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For other sizes see pages 328— 329 
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Any Monogram, Arms Crest,or Device to order. 
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Any Crest, Monogram, or Device can be substituted for those shown. 
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To open the Carriage Gate from inside of Porch pull the lever A which draws down the bolt at centre of Gate, then by turning the handle B both leaves of 
Gate are opened simultaneously. This can be easily done in less than half a minute by a young girl. The whole of the gearing is underground, and enclosed 

in a cast-iron box. 
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MACFARLANE'S CASTINGS 


RAILING and GATE STANDARDS 


Jn order to sustain the architectural effect of our Railings, Gates, Balconies, Terminals, See., we submit the following designs of Standards, Posts and Pillars, 
Provision for joining Railings, or hanging Gates and other adaptations to order. 
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SECTION VIE—PANELS AND GRATINGS. 


FOR VENTILATION, LIGHT, VIEW, PROTECTION, AND ORNAMENT. 


The benefits that result from changing the air of apartments, whether in dwellings, warehouses, stores, shops, or vessels, are becoming universally recognized, and 
in every building there are many places where openings for the passage of heat, light, and air are desirable, as in partitions, ceilings, fanlights, doors, closets, gates, shop 
windows, &c., and where it is also necessary to protect such openings to prevent the entrance of thieves or vermin. For such purposes, as well as for ornamental effect, 
iron is most suitable on account of its strength, durability and light appearance,— also for Gratings, over heating pipes and areas, and for balcony, engine-room, and 
gangway floors, &c. Many other suitable designs will be found in Section V- Railing. 

Please insert in Specification “ To be Macfarlane’s Castings, from Saracen Foundry, Glasgow,’* to prevent an inferior article being supplied. 


Rectangular Panels,.. 

Circular Panels, . 

Semi-circular Panels, 
Triangular Panels, .. 


pages 341-355 

» 356—357 

358--361 
» 361 


Air Bricks,. 

Opening Ventilators, 

Floor Gratings,. 

Floor Plates,. 


pages 

5? 


362 

362 

363-367 

366 


The Panels are arranged, as a rule in the order of their heights, but many of the designs admit of either their length or their breadth being placed vertically. 
Floor Gratings are arranged in the order of their breadth. 


The 


DIRECTIONS FOR ORDERING. 


State the Nos. and sizes and the preparation for fixing required (if any), whether for wood or stone, and -when necessary give rough sketch of the position the Panel 
is to occupy with exact measurements. 
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SECTION VIII.—STAIRS. 

FOR EVERY KIND OF INTERIOR AND EXTERIOR ACCESS AND COMMUNICATION. 


The treatment of Stairs has become a matter of great moment in the designing and construction of buildings with the view of economizing space, and also for 
admission of light and security from fire, for the attainment of which cast iron possesses advantages over every other material, while the light and graceful forms it admits 
of, render it peculiarly suitable for Balusters and Stair Railing. 

Please insert in Specification 44 To be Macfarlane’s Castings, from Saracen Foundry, Glasgow,” to prevent an inferior article being supplied. 


Straight Stairs,.pages 368—369 

Spiral Stairs,. „ 37°~ 37 2 

Balusters, . „ 373—3 8 ° 

Newel Posts,. » 379—3^° 


Baluster Sockets,. „ 38 1 

Handrail Brackets, . „ 3% l 


The Illustrations of Balusters and Newel 


Step Plates, .pages 381 

Examples,. „ 382 — 386 

Railing, see Section V., . „ 172 — 286 

Handrails, „ V., . „ 287 — 288 

Railing Standards, „ VI.,. „ 334—339 

Floor Gratings, „ VII., . „ 363—3 6 7 


are arranged in the order of their breadth. 


DIRECTIONS FOR ORDERING. 

State the Nos. and sizes, and if necessary, give a rough sketch with exact measurements, stating the nature of the fixings required, whether for wood, stone, brick, or 
iron, and we will furnish the whole ready for fitting up. The following examples show the simplest method of ordering. 

14 No. 617 Balusters 2' 10". 

31 No. 617 „ 3' iX" bevelled to suit step 11" x 6X" 

12 No. 617 „ various sizes and bevels as templates sent. 

2 No. 617 „ curved as templates sent. 

2 No. 967 Newel Posts 3' 2''. 

All with pins on top and screw-holes at bottom for fixing to wood. 

1 No. 791 Spiral Stair 3' o" radius right hand wheel in 3 flights, the first 12' 4X", the second 10' o\ and the third 9' 3X" high, with cast iron landings. 

1 No. 848 Staircase, consisting of No. 4 Columns 4", No. 1 Stringbeams with pateras on side, No. 848 Steps, No. 818 Floor Plates for Landing, No. 1020 Railing 2' 6" 
for landing and 2! 1X" for rake, No. 672 Newel Posts, No. 5 Handrail 3X" * fitted complete to measurements as sketch. 
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« I2'x 6' x 4'o; 4'6," 5'0,' 5'6* AND '6'0' »? ,t 


Any other Railing, Baluster or Newel Post may be applied to order. 
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Application of Railing &c. to Stairs. 
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Application of Railing &c. to Stairs. 
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SECTION IX. —BALCONIES. 


SEPARATE AND CONTINUOUS, FOR CONVENIENCE, SAFETY, OUTLOOK, AND DECORATION. 


The great convenience and comfort derived from Balconies in connection with public rooms, make them most useful adjuncts to a well-appointed dwelling. The 
enhanced interest they give to the architecture, their utility for private houses as an open air retreat, and for tenements, warehouses, factories, stores, &c., as a means of 
entrance, of communication, and of escape from fire, render them invaluable for every class of building. Window Balconies and Flower Guards are an effective and 
economical source of architectural beauty and give facilities for floral decoration, the taste for which is happily becoming more general. Besides the designs illustrated in 
this section, many others equally suitable will be found by reference to Section V. — Railing. 

Please insert in Specification “To be Macfarlane’s Castings, from Saracen Foundry, Glasgow,” to prevent an inferior article being supplied. 


Balconies, . 

Examples, . 

Also other examples at end of Catalogue. 


pages 387 — 393 Railing, see Section V.,... 

• v 394—396 Standards, „ VI., 

Floor Gratings, „ VII., 


The Illustrations are arranged in the order of t^eir heights. 


pages 172—288 

„ * 334-339 
» 363—367 


DIRECTIONS FOR ORDERING. 

State tne Nos. and sizes, and if necessary send a rough sketch of the part of building the Balcony is to be fixed to, giving exact measurements, and stating the nature 
of the fixings whether for stone, brick, wood, or iron. The following examples show the simplest method of ordering. 

5 No. 1089 Balconies T 9" x 4' 6" with 10" return ends, and having batts on bottom and'ends for stone. 

8 No. 163 Balconies 3' o" x 5' 7" with return ends T 3", and No. 389 Grating V 6" for sole, supported by 2 No. 23 Brackets T 3X" * T SX" f° r fixing to stonework as 
sketch. Grating to rest on sill and be carried in to line of window. 

ir/Moorr 

-:-*r~ 

A-. -~->C 

____*_ 

k.... S/LL S J LO//G --- ->» 




I No. 868 Balcony 2! 10" high x 3' o" projection, with No. 5 Handrail 3" x 1 }4", No. 1117 Grating 2' 11" for sole, with necessary girders, &c., and supported on 
No. 43 Brackets 3' 1" x i' 6", fitted complete to measurements of Stonework as sketch. 
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Ornamental Floor Plate 

Solid or Perforated to order 
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